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Atba Al-Asr General Medical Complex 


RT-PCR ái (81-4395) axioll US$ uug yaad ld 
COVID-19 Test Result Certificate by Real-Time PCR 


Dear Customer, jajoll llac 
Based on the laboratory results, the laboratory älol paw piàoll agåy ;&ipoll ailiill (ql laliiul 
confirms that the person in this report does not (14-318g5) 33üuoll ligjg^ wgplà päill làa alo 
currently have an active COVID-19 infection. The pääll làa nå à3jlgllg äoaäoll ullig ciloglaoll 
information and data provided and contained in this „äääag älolá 
report are complete and accurate. 
Sample ID 032904856 colalau]l jl o5) 
Passport No. A10027538 Jlo2Jl «3; 
National Id/Iqama - dolöZl/äisgg)l c3; 
HESN ID z waw dhewill o8) 
Full Name cS2lo«» glyw (5593 boul JIL cul 
Nationality Iraq duil 
Test Results Not Detected, test result is (Negative) ( ilw) jaàJl àx3 vlas ut uall dxs 
TestDate feb,11,2022 16:00 uall &)6 
Result Date feb,12,2022 16:30 uaill daui l 
Client DIRECT Jdal 


" scs à olslà anla is ^ Ló 
äaall aj ljg PUBLIC HEALTH AUTHORITY QJ j 


áiaggaull äanll ájljg ijo àán3yoll cilunuóoll a3 
Accredited by Saudi Ministry of Health 


DER men] ET 


liigyi^ll jijáill (jo 3àxill 395jUll awos aë 
jij&ill làa (à ilill äälho (yo li 
äsihgll àiggll gl jàull jiga ciloglao; 


Scan the QR to electronically check the report 


Make sure the data on the report matches with the 
Passport 


Agosto (yo äclw JAS leb oz) eJ làl sllasl sÍ ge Joĝuo uë all lgodiwl Jl> à3lgizJl äe>lzo ox 
Please review the certificate as soon as you receive it. The laboratory is not responsible for any mistakes if it is not requested within an hour of receiving it 


Holy Makka North Azizial àiL odildijij ell- oj *^oJlà ^o 
Abdullah Bin Duhaish street OHI $915 C915 — uiu waare £jub 
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cure092@gmail-com atbaa alast atbaalasr 


